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Learn about LASIK Surgery in Singapore, Cataract Surgery, and Other 
Options for Vision Correction. -H1 


A form of refractive surgery is called Lasik. Laser surgery is utilized in this procedure to 
correct refractive eyesight disorders. When your eye does not properly refract (bend) 
light, you have refractive error. 


To see clearly, light rays must travel between your cornea and lens. The cornea and 
lens distort light so that it lands correctly on the retina. The retina transforms light into 
impulses that the brain subsequently translates into visuals. Your cornea or lens's shape 
prevents light from bending properly when you have refractive abnormalities. When 
light is not focused properly on the retina, your vision becomes blurry. 


Your ophthalmologist (or lasik surgeon in Singapore) will alter the shape of your cornea 
with LASIK by using a laser. The laser eye surgery enhances the focus of light on the 
retina. Astigmatism, hyperopia (farsightedness), and myopia can all be treated by LASIK 
(nearsightedness). 


We always recommend starting this process with proper eyecare education. With any 
vision correction operation, it's critical to comprehend the process, the advantages, the 
risks, and any potential side effects. Visit our website to find out more information about 
iLasik. You can read about KAMRA Inlay, LASIK, cataract, and refractive surgeries in 


your country region which are suitable for your needs with the information we have 
provided here. Of course, with post-covid travel, you can also make an appointment 
and fly down to Singapore to meet our iLasik Surgeon - Dr Natasha Lim. 


With LASIK Surgery Singapore, you can improve your vision by having your refractive 
error fixed. As a result of LASIK eye surgery, your requirement for glasses or contact 
lenses may be reduced. In certain circumstances, it might even enable you to enjoy 
spectacle freedom! 
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What to expect after LASIK 
Before The Laser Procedure 


Your ophthalmologist and you will talk about your lifestyle-based visual needs. For 


instance, if you play sports, surgery can be what you need to enhance your sporting 
excellence. 


Your ophthalmologist and you should also talk about your LASIK expectations. There is a 
chance that people who undergo LASIK with high hopes of achieving perfect flawless 
(spectacle freedom) vision will be let down. A lot will depend on individual medical and 


eye conditions. Most daily activities can be performed without corrective lenses thanks 
to laser eye surgery. 


Your ophthalmologist will also conduct a complete eye examination to determine 
whether you are a suitable candidate for LASIK. He or she will do the following: 


Run a vision test: It reveals how much refractive error you have and whether you are a 
suitable candidate for LASIK vision correction. 


Look for additional eye issues: Your ophthalmologist will check to make sure you have 
no additional eye issues. This is so that other issues won't interfere with your surgery or 
won't make those other issues worse. For instance, some patients have extremely dry 
eyes and they may not be the most suitable. 


Your cornea's surface should be measured and mapped: Your ophthalmologist will 
measure the cornea's surface and assess the thickness of your cornea. These 
measurements are utilized by your eye surgeon to program the computer-based laser 
that will be used during surgery. 


Your pupil size should be measured: Your pupil size will be measured by our iLasik 
Surgeon. After LASIK, you can experience nighttime halos (rings of light) if your pupil is 
very large. 


During LASIK 


This laser eye surgery is performed in your ophthalmologist's office or an outpatient 
surgical facility. Your cornea is reshaped by your eye doctor using a laser. Here's what 
to anticipate: 


° Your eye will get numb as a result of the eye drops. Do not worry as this will go 
away within hours. 


° Your eye surgeon will attach an eyelid holder on your eye to prevent you from 
blinking. Additionally, a suction ring will be applied to your eye by him or her to prevent 
movement. Your eyelid will feel as though a finger is pressing tightly against it. Your 
vision will now become dull or completely opaque. 


° Your ophthalmologist creates a paper-thin flap in the corneal tissue using either a 
microkeratome or a laser. The flap is then raised and folded back by the lasik surgeon. 


° You will be instructed to keep your eyes fixed on a target light without moving 
them. Following that, the ophthalmologist will use a laser to reshape your cornea. The 
laser is a unique tool that has been configured with measurements specific to your eye. 


° When the ophthalmologist uses the laser, you will hear a clicking sound. Your eye 
surgeon will reposition the flap and smooth the edges after reshaping the cornea. 
Within two to three minutes, the flap affixes naturally, where it will then recover. 


After LASIK 


° The ophthalmologist might cover your eye with a transparent shield or instruct 
you to sleep with one on for a few days. This will safeguard your eye as it recovers. 


° After the procedure, you should arrange to return home and relax or take a nap. 


° Your eyes can feel scratchy or as though they are burning for a few hours. To 
lessen dryness and speed up the healing process, you will be given specialized eye 
drops. 


The most suitable Lasik and Cataract Surgeons in Singapore? -H2 


You may move forward with improving your eye care by using the information and 
articles provided by Dr. Natasha Lim. Our main objective is to help you improve your 
eyesight, but it's not always simple to figure out which eye doctor is most equipped to 
help you with your condition. 


You may find reputable eyecare specialists via online searches, whether you need 
LASIK surgeons, cataract surgeons, ophthalmologists, or KAMRA Inlay surgeons. 


We recommend that you make a trip down to see the doctor, talk to them and have 
them assess your condition. Once you are comfortable with the doctor, then you can 
commit to doing the surgery. 


Our goal is to always make sure that our patients find the most suitable lasik eye 


surgeon Singapore that they are comfortable with. 


